In response  to further questions,  Mr. Vanhorn ,stated as
follows   (Tr.   83-89) :

Q    And  did you speak with the  inspector?

A    Yes,   sir.     I asked him,   I  said,   "Just what
is wrong with  the machine?"

Q    And what did he  tell you?

A    And he showed me,  he  got in it and  showed
me what was wrong with it.

;   Q    What  did he show you?    Do you remember?

A    When he got in it,  he pushed against  it,
and it went up.

Q    What  do you mean it went up?

A    It pivots down on,   say,   a forty-five  de-.
gree  angle  over a  set of  switches;   and  the  boy  had
a spring up  here and it raised it up a little more
than center.     You know what I mean?    And when he
come against  it,  you know what  I mean,   it went up.
It  fouled again.     It went up.

*    *  #

Q    It went up?

A    It  come up,   instead of going down.     But
the motion  of it is to go down.                           , .

Q    How did he finally get.it to work,   the  .
inspector?                  :            ;              <,..,.

A    I   lengthened the  spring on- it  to   lower  it
more.

Q    And  then he got it working?

A    As  far as I know,  it worked for him.     It
suited him,   and they run the buggy.

*   *  *         '

Q I'm told that Up is what caused the. prob-
lem in that it would cause the panic bar to, hang up
somehow and the operator would have to get in, slide
the panic bar, then push it down before it would
deactivate.

1729e bars to suit their own height and that this
